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CONEIDENTIAL ROME 12034 

SY CHANNEL 

CASABLANCA EOR RTC 

E.O. 1 1652: N/A 
TAGS: ASEC 

SUBJECT: SECURITY SURVEY, ROME; RTC/CASABLANCA TECHNICIAN VISIT 
REF: CASABLANCA 0810, ROME 1 1634, ROME 10767 

1. DURING RECENT VISIT OE RTC PERSONNEL THE EOLLOWING PROJECTS 
WERE WORKED ON: 

A. A SURVEY WAS CONDUCTED AT THE RESIDENCE COMPLEX WHICH ALSO 
HOUSES THE DCM (PRESENTLY CHARGE') EOR INSTALLATION OE AN 
ALARM SYSTEM ON THE GROUNDS. COMMENT: DCM HAS INQUIRED 
AS TO TIME ERAME FOR INSTALLATION OF THIS ALARM SYSTEM. 

BUILDING RESTRICTIONS IMPOSED BY GOI HAVE PREVENTED US 
EROM TAKING OTHER PROTECTIVE MEASURES EOR THIS HOUSING 
COMPLEX. THE PROPOSED ALARM SYSTEM USED IN CONJUNCTION 
WITH A PRIVATE ARMED GUARD IS THE ONLY MEANS OE DEFENSE 
EEASIBLE. IT WOULD BE APPRECIATED IF RTC/CASABLANCA WOULD 
TREAT THIS PROJECT WITH HIGHEST PRIORITY. THE 
WEST GERMAN EMBASSY GROUNDS WHICH ARE ADJACENT TO 
OUR PROPERTY WERE RECENTLY UNDER DIRECT TERRORIST 
THREAT AND UNDER SPECIAL ITALIAN POLICE PROTECTION. 
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B. A SURVEY WAS CONDUCTED IN THE C&R AREA FOR INSTALLATION 
OF AN INTRUSION ALARM SYSTEM. COMMENT: DURING 
VISIT OF RTC PERSONNEL THE POSSIBILITY AROSE THAT 
EXTENSIVE REMODELING OE THE C&R AREA WAS PLANNED 
WHICH WOULD MAKE DEALY OE THE ALARM SYSTEM LOGICAL. 

IN CONVERSATIONS WITH C&R SUPERVISOR SINCE 
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DEPARTURE OF RTC PERSONNEL, RSO WAS TOLD THAT ANY SUCH 
REMODELING IS A LONG RANGE PROJECT AND INSTALLATION 
OE ALARM SYSTEM SHOULD NOT BE DELAYED. THEREEORE, RTC 
SHOULD PROCEED AS PLANNED WITH SYSTEM DURING NEXT VISIT. 

C. AS REPORTED TO YOU IN ROME 10767 THE HELP OP SEABEE 
PERSONNEL IS REQUIRED TO SEAL OPE THE WINDOWS IN THE C&R 
AREA WHERE ONLY CLEARED AMERICAN PERSONNEL CAN OPERATE. 
THE SEALING UNITS ARE PREFABRICATED AND ARE NOW READY 
POR INSTALLATION. WILL YOU PLEASE NOTIFY RSO WHEN THE 
SEABEES CAN BE EXPECTED IN ROME. ALL WINDOWS HAVE NOW 
BEEN SEALED EXCEPT THE POUR IN THE MOST SENSITIVE AREA 
OP C&R. 

2. NEW SUBJECT: PLEASE REPER TO ROME 1 1634 AND CASABLANCA 0810. 

A. PLEASE SEND AMCONGEN NAPLES, WITH INFO RSO ROME, FIVE 
MECHANICAL SIMPLEX LOCKS WITH KEY-BYPASS. POST CAN ADAPT 
THE THICKNESS OP THE DOORS TO ACCOMMODATE THIS MODEL. 

KEY BYPASS ESSENTIAL. 

B. KEY BYPASS IS ESSENTIAL ON THE FIVE ELECTRIC PUSHBUTTON 
LOCKS FOR AMCONGEN NAPLES. PLEASE SEND TWO ON HAND 

TO NAPLES IMMEDIATELY (INPO ROME) AND SECURE ADDITIONAL 
THREE SOONEST. CONTRACTOR AT NAPLES WILL NOT BEGIN 
SECURITY WORK UNTIL LOCKS ARE ON HAND. SHIPMENT 
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THEREEORE CANNOT BE DELAYED. ACCOMPANYING BRUTE LOCKS 
REQUESTED NOT COMPLETELY ESSENTIAL AS ITALIAN LOCKS CAN 
BE USED IN CONJUNCTION WITH CYPHER UNIT.HOLMES 
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